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lifting the tube m. The gas in question is then set
free by boiling, and is completely driven over into
the burette by running in liquid from T. If several
gases are simultaneously evolved, they may be passed
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FIG. 42.

into different absorption pipettes and the amount of
each determined.
(See the determination of fluorine in the presence of
carbon dioxide, p. 378; and of carbon in iron, p. 459.)